Date: Thu, 18 Nov 93 04:30:25 PST
From: Ham-Digital Mailing List and Newsgroup <ham-digital@ucsd.edu>
Errors-To: Ham-Digital-Errors@UCSD.Edu
Reply-To: Ham-Digital@UCSD.Edu
Precedence: Bulk
Subject: Ham-Digital Digest V93 #112
To: Ham-Digital


Ham-Digital Digest          Thu, 18 Nov 93       Volume 93 : Issue  112

Today's Topics:
                         APT interface for PC
                     Baycom software V 1.5? 1.4? 

Send Replies or notes for publication to: <Ham-Digital@UCSD.Edu>
Send subscription requests to: <Ham-Digital-REQUEST@UCSD.Edu>
Problems you can't solve otherwise to brian@ucsd.edu.

Archives of past issues of the Ham-Digital Digest are available 
(by FTP only) from UCSD.Edu in directory "mailarchives/ham-digital".

We trust that readers are intelligent enough to realize that all text
herein consists of personal comments and does not represent the official
policies or positions of any party.  Your mileage may vary.  So there.
----------------------------------------------------------------------

Date: 17 Nov 93 00:00:00 GMT
From: ogicse!emory!europa.eng.gtefsd.com!howland.reston.ans.net!pipex!bbc!usenet@network.ucsd.edu
Subject: APT interface for PC
To: ham-digital@ucsd.edu

I want to build an interface board for a pc to decode APT pictures (NOAA, GOES, Meteor
meteor) on a pc . I could I suppose design my own but by then I could have built someone elses.
So Ia sk you has anyone the in fo on the interface described in QEX sep 88.
Qex appears to be unavailbe in the UK. Or has any a circuit or any useful info.

Please E-mail me as the news reader i have a really user unfriendly.

Thanks a lot

John.

------------------------------

Date: Mon, 15 Nov 1993 19:36:40 +0000
From: news.sprintlink.net!demon!imcldn.demon.co.uk!mike@uunet.uu.net
Subject: Baycom software V 1.5? 1.4? 
To: ham-digital@ucsd.edu

In article <BAT.93Nov13220316@gdstech.GRUMMAN.COM> bat@gdstech.GRUMMAN.COM writes:

>  I have used 1.2, 1.4e, and 1.5. The latest release is quite
> better. I had numerous lockups with 1.4, and was really annoyed with
> it. BTW, the program called GP can run on a Baycom modem. You may want
> to give it a try also.

Ahhh, but you can run the G8BPQ node software on a baycom modem now, so most
things will work.....
-- 
-------------------------------------------------------------------------------
Michael P Simkins | Computer programming undertaken, mail me to discuss your
G7OBS Software    | requirements for COBOL, C, Pascal etc.
                  | Internet : mike@imcldn.demon.co.uk or mikes@m2xenix.psg.com
-------------------------------------------------------------------------------
X400: /RFC-822=mike(a)imcldn.demon.co.uk/O=mhs-relay/PRMD=uk.ac/ADMD= /C=GB/
-------------------------------------------------------------------------------

------------------------------
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